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The lie that Dr. ’*re-eBamined’’ 

the Boealled autopsy pictures -which 
cannot be proved to ba those of the 
actual autopsy - did not originate 
with CBS, which knew it was lying. 
When the government first made 
announcement of the return of these 
pictures and X-rays, it said the 
doctors ’’authenticated'’ them. This 
they could not do, for they had never 
seen the poctures. The best they could 
do is say that a fter the long lapse of 
time, the pictures they w^re shown 
remind them of what they think they 
fecall of their observation of the 
President's body* 

It must be born in mind that, in addit 
addition to the other possibilities, 
during the testing and experiments 
conducted for the Commission, human 
cadavers wore used* 

^oto that the reply indicates the 
aut psy notes are still not in the 
archiTB, where they are required to 
be • 








